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morning of the 20th he died, murmuring " the Church, the Church; " and on
8th July his body was laid to rest beside his father and brother in, St George's
Chapel in Windsor. Greville was never enamoured of him ; but he was bound
to admit that " he was a good-natured, kind-hearted, and well-meaning man,
and he always acted an honourable and straightforward, if not always a sound
and discreet, part/' And that, perhaps, was the ideal which he set himself ;
for he was jealous of his honour at all times and never oblivious of his
limitations.
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